PANA-VUE SLIDE U814## = 3.8cm x 3.8cm

Subject: Apollo 10 & 11 slides distributed by PANA-VUE
Medium: 3cmx3cm slide
Example: https://img0.etsystatic.com/164/0/7154618/il_fullxfull.1117605726_1akq.jpg
Scanner: Nikon Coolscan SL-8000ED
Software: Vuescan Pro 9
Scan Resolution: 4000DPI
File resolution: 6000x6000
File extension: Tiff

File name legend:
C1I1 = Colour fade/cast correction enabled. ICE Infrared Spot/dust removal enabled.
C0I0 = Colour fade/cast correction disabled. ICE Infrared Spot/dust removal disabled.
